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Inclosed are photostated copies of the blueprint of the spectrum analyzer BIAS 


OSW 2046 a, They are sent to you for retention, 


The spectrum analyzer 2046a is an improved model of the spectrum analyzer 

2046 ef which all blueprints and a test model were sent to Russie, Later 

the Russians requested the CSW to build six spectrum abalyzers. When asked 

for the blyeprints, the Russians were evasive and eventually the engineers 

at the OSW bad to reconstruct the spectrum analyzer, since it seemed unlikely 

that the Russians would ever return: the blueprints. - 
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